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recommended., but with many of them the action was nil. Acting, however, upon the hint conveyed by this observation, the cocks which fed the flames were more widely opened, and our most refractory burners thus rendered sensitive." In the abstract of a Royal-Institution lecture (Phil. Mag. Feb. 1867) a rather more definite view is expressed:—" Those who wish to repeat these experiments would do well to bear in mind, as an essential condition of complete success, that a free way should be open for the transmission of the vibrations from the flame, backwards, through the gas-pipe which feeds it. The orifices of the stopcocks near the flame ought to be as wide as possible."
